Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Coventry City 


General Cargo - 10,720 d.w.t. 
Autumn 1966 
(01/10/1966) 


Captain Hine D 
Chief Eng Officer Douglas G.A.C 





McLeod R.F 2nd Eng Officer Harrison S.H 
Donnellan M.T 3rd Eng Officer Cawley D.E 
Malpass N.H 4th Eng Officer Johnston J.M 
Bell R.N 5th Eng Officer Stevenson W.A 
Bateman R.D Electrical Officer Dobson B 
Cowen G.G 
Carpenter John J 
2nd Steward Moore R 
Spring 1967 
(20/05/1967) 
Captain Butterworth J.J 
Chief Eng Officer Douglas G.A.C 
Gosden D.W.F 2nd Eng Officer Plunkett R 
Tyrrell M.J 3rd Eng Officer Woodend M.J 
Morris T.N 4th Eng Officer Lloyd T.A 
Bell R.N 5th Eng Officer Needham T.A 
Lakin S Electrical Officer Young |.D 
Melia D 
Cowen G.G 


Carpenter Chivers A 
2nd Steward Moore R 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Autumn 1967 


(21/11/1967) 


Captain Butler M.J 
Chief Eng Officer Douglas G.A.C 





Gosden D.W.F 2nd Eng Officer Hay F 
Reeves M.M 3rd Eng Officer Laing R 
Morgan A.J.L 4th Eng Officer Edgington | 
Jones M.A 5th Eng Officer Ardern D.H 
Hopwood W.S Electrical Officer Butterworth A.D 
Melia A 
Cowen G.G 
Carpenter Chivers A 
2nd Steward Hurst H 
Summer 1968 
(22/06/1968) 
Captain McLeod R.F 
Chief Eng Officer Douglas G.A.C 
Gosden D.W.F 2nd Eng Officer Lumb E 
Reeves M.M 3rd Eng Officer Woodend M 
Bytheway P.S 4th Eng Officer Currid J.P 
Dye D.M 5th Eng Officer Stroud J 
Hopwood W.S Electrical Officer Ritchie R 
Cunnison A 2nd Elect Officer Martyn D 
Cowan G.G 


Carpenter Chivers A 
2nd Steward Hurst H 





Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert Officer 
3rd Officer 

Radio Officer 

2nd Radio Officer 
Purser 


Autumn 1968 


(01/12/1968) 


Gosden D.W.F 
McLeod K 
Gooding J.E 
Bell R.N 
Cunnison A.J 
Stamford-Burrows C.J 
Turner J.H 
Bosun 
Carpenter 
2nd Steward 


Captain McLeod R.F 
Chief Eng Officer Collins R 
2nd Eng Officer Clarke J 
3rd Eng Officer Taylor R 
4th Eng Officer Bowden R 
5th Eng Officer Taylor G 
Electrical Officer Ritchie R 


Morris W.F 
Chivers A 
Scarffe-Cody M 





Summer 1969 


(30/06/1969) 


Taylor J.R 
Birkett R 
Gooding J.E 
Dye D.M 
Jones H 
Stamford-Burrows C.J 
Cowen G.G 
Bosun 
Carpenter 
2nd Steward 


Captain Butterworth J.J 
Chief Eng Officer Marsh N 
2nd Eng Officer Fairobrother W.J 
3rd Eng Officer Bowden R 
4th Eng Officer Strasdin A 
5th Eng Officer Leather G.A 
Electrical Officer Ritchie R 


Symons E 
Chivers J 
Scarfe-Cody M 





Winter 1969 


(25/12/1969) 


Chief Officer Taylor J.R 
2nd Officer Lightfoot B 
3rd Officer Bytheway P.S 
Radio Officer Waller R.A 
2nd Radio Officer Tracey R 
Purser Cowen G.G 
Bosun 
Carpenter 
Cook 
2nd Steward 


Captain Butterworth J.J 
Chief Eng Officer Marsh N 
2nd Eng Officer Kirchin F.R 
3rd Eng Officer Murray G.K 
4th Eng Officer Godfrey A.E 
5th Eng Officer Wane A 
Electrical Officer Sutherland K 


Haggerty W.M 
Szajnik T 
Pine J.E 
Smith J.A 





Summer 1970 


(01/07/1970) 


Chief Officer Nisbet M.R 
2nd Officer Greening J.F 
3rd Officer Thomas D.N 
Radio Officer Malone N.P 
2nd Radio Officer Sangster W 
Purser Bond G.R 
Bosun 
Carpenter 
Cook 
2nd Steward 


Captain Saunders P 
Chief Eng Officer Collins R.H 
2nd Eng Officer MacDonald J.A 
3rd Eng Officer Auckland B 
4th Eng Officer Jones T.J 
5th Eng Officer Atkinson S 
Electrical Officer Cull B.P 


Strange R.A 
McHugh G 
Swan R.W 
Scarffe-Cody M 





Spring 1971 


(01/04/1971) 


Chief Officer Jones D.| 
2nd Officer Thomas D.H 
Uncert Officer Gooding J.E 
Radio Officer Emmett R.P 

Purser Bond G.R 


Bosun 
Carpenter 
Cook 

2nd Steward 


Captain Saunders P 
Chief Eng Officer Collins R.H 
2nd Eng Officer MacDonald J.A.M 
3rd Eng Officer Murray G.K 
4th Eng Officer Nash B.E 
5th Eng Officer Penny D.N 
Jnr Eng Officer Rich D.J 
Electrical Officer Creighton G 
Wilcox H.W 
Szajnik T 
Swann R.W 
Scarfe-Cody M 


Summer 1971 


(01/08/1971) 


Chief Officer Lightfoot A.F 
2nd Officer Dye D.M 
3rd Officer Smith D.E 
Radio Officer Waller R.A 
2nd Radio Officer Walsh J.D 
Purser Page D.F 
Bosun 
Carpenter 
Cook 
2nd Steward 


Captain Routledge J.D 
Chief Eng Officer Hansen F.G 
2nd Eng Officer Godfrey A.E 
3rd Eng Officer Lambert P.W 
4th Eng Officer Ephgrave R.E.L 
5th Eng Officer Palmer W 
Ext 5th Eng Officer Rich D.J 
Electrical Officer Higson A 
Dick J.C 
Fazakerley W 
Barbour M.J 
Hughes R.D 


Spring 1972 


(29/04/1972) 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Taylor R.1 
McLeod D.T 
Howland P 
Emmett R.P 
Barraclough J.L 


Bosun 
Carpenter 
Cook 

2nd Steward 


Captain Woodfield J.R 
Chief Eng Officer Shackleton J.H 
2nd Eng Officer Bentley L.F 
3rd Eng Officer Kearney A.P 
4th Eng Officer Seymour G.F 
5th Eng Officer Hague J.R 
Electrical Officer Gorman E.P 
2nd Elect Officer Grange | 
Culley J 
Peacock W 
Swan R.W 
Riding J.M 


Autumn 1972 


(01/10/1972) 


Chief Officer Donnellan M.T 
2nd Officer Thomas D.H 
Uncert Officer Hill R.1 
Radio Officer Emmett R.P 
Purser Grey R.W 


Bosun 
Carpenter 
Cook 

2nd Steward 
Storekeeper 


Captain Williams D.F 
Chief Eng Officer Worthington T.C 
2nd Eng Officer Long G.| 
3rd Eng Officer Webster A.D.C 
4th Eng Officer Kilcommins P.T 
5th Eng Officer Fitzsimmons R 
Jnr Eng Officer Taylor R.B 
Electrical Officer Sutherland K 

Keatley J 

Blakely W.A 

Mackenzie A 

Jones W.M 

Stoner L.W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Wyatt R.H.W 
Dye D.M 
Askew F.J 
Wopat R 
Thelwell A.G 
Emmett R.P 
Coyne A.E 


Preshaw A.G 


Magner J.R.P.V 


Hooper A.M 
Thomas S.J 
Best J.W.R 
Freeman P 
Hamer E 


Spring 1973 


(01/04/1973) 


Captain Butler M.J 
Chief Eng Officer Fawcus F 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 

5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Autumn 1973 


(07/10/1973) 


Gibson E.T 
Craig C.G 
Mintoff C 
Manson R.C 
Williams B.R.B 
Keenan K.M 
Sutherland K 


Captain Miller K.D 
Chief Eng Officer Willoughby R.S 


2nd Eng Officer 
3rd Eng Officer 
Ext 3rd Eng Officer 
4th Eng Officer 

5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Carpenter Tweedie J 


Hearn J.H 
Craig C.G 
Cowan W.C 
Seymour G.F 
Morrow W.H 
Musham N.L 
Lane T 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Winter 1973 


(19/02/1974) 


Captain Williams D.F 
Chief Eng Officer Pearson I.D 
2nd Eng Officer Jenkins F 
3rd Eng Officer Cawley D.E 
Ext 3rd Eng Officer Gee E 
4th Eng Officer Seymour G.F 
5th Eng Officer Surtees J.G 


De La Grense (Marconi) Jnr Eng Officer Mallin D.D 


Electrical Officer Waugh D 


